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M73 M73Plus | M85 | MB5UL (IS) 
Specifications Recreational Commercial 


RF Output Power 5 WwW 6W 6W 6W 6W 5/3/1W 5/3/1W 
Land Mobile NA NA NA NA NA 2/1W 2/1W 


Battery Life 11 hours 12 hours 10 Hours 16 Hours 16 Hours | 14 Hours 14 Hours 


AF Output Power 550 mW 700 mW 1500 mW 700 mW 700 mW 700 mW 700 mW 


IP Rating IPX7 IPX8 IPX7 IP67 IP67 IP67 IP67 
(1 m depth/30 min) | (1 m depth/60 min) (1 m depth/30 min) | (1 m depth/30 min) | (1 m depth/30 min) | (1 m depth/30 min) | (1 m depth/30 min) 


Mil Spec Rating NA 810-C/D/E/F/G 810-C/D/E/F/G | 810-C/D/E/F/G | 810-C/D/E/F/G | 810-C/D/E/F/G | 810-C/D/E/F/G 


Intrinsically 
Safe** 


Features 


AquaQuake™ 
Weather Alert 


Dual/Tri-watch 


Float’n Flash 


Low Battery Alert 


Priority Scan 
DSC 

AIS 

GPS 


Active Noise 
Cancelling 
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Bass Boost 


Last Call 
Recording 


MOB Alarm 


Land Mobile Features 


Man Down 


Voice Scrambler 
MA/LM Channels 
CTCSS/DTCSS 


Lone Worker 


Accessories 


Charging BC-225 BC-227 
Gang Charger BC-214 BC-214 


Speaker HM-184H HM-184UL 
Microphone* HM-222H 


NOTES 
* Check brochure and website for more speaker mics. 
*“ For more information on UL (Intrinsically Safe) rating, refer to the Marine catalog. ©2022 Icom America Inc. The Icom logo is a registered trademark of Icom Inc. 43095 


